Consolidated Gas Company . — 
21 Audubon Avenue 7 — 
New York City a) Se — 


Gentlemen: — He — 3 

This is to Tequest that you install — 
4 meter to replace the one removed —— to 
the building operations incident to — 
of our Mus eume We should appreciate a ar ny ‘ 


you may be able to — 


